AMENDMENT NO. 3 JULY 2014 
TO 
IS 302 (PART 1) : 2008 SAFETY OF HOUSEHOLD AND 
SIMILAR ELECTRICAL APPLIANCES 


PART 1 GENERAL REQUIREMENTS 


(Page 6, clause 3.8.5) — Insert the following new clause after 3.8.5: 


‘3.8.6 Draught Free — Draught free means that a candle can burn without 
noticeable disturbance of the flame. If the flame is flickering this can be verified 
using a reference candle such as a 22 mm paraffin candle, if this candle is also 
flickering there is a draught, if not then it is flickering due to the candle design 
or quality.’ 
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